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Carbon Monoxide Meter 

Easy one key operation detects CO levels to 10,000ppm 


Features 


10,000ppm cross filtered CO sensor 

0 to 999 ppm LCD display for low end monitoring 

Backlit display automatically switches on in poorly lit conditions 

Audible indicator rises in tone up to 30ppm 

Two-tone alarm indicator above 30ppm 

0 ne button operation with auto zero on start up 

Self check audible alarm 

Less than 5 second response time 

50 hour battery life 

15 minute ambient room test with peak value logging 

Battery status indicator on digital display 

Complete with two 1.5V AA batteries (up to 50 hour usage) 


Applications 

• Ambient air safety checks on 
residential appliances 

• H VAC service on furnaces, hot wire 
heaters and gas burners 

• Home inspections 

• Industrial environments where 
the accumulation of CO ispossible 



Range: 0to 10,000ppm 

Max. Resolution: 

1ppm 

BS7967: 

Yes 

Sensor Type: 

Cross filtered 

Power: 

Two 1 .5V AA batteries 

Dimensions: 

10x1.5x1.1" (254x38x28mm) 

Weight: 

3.5oz(100g) 



ISO 9001:2000 CERTIFIED 


Test Equipment 
• jp^z Depot 


1^00-517-8431 


Ordering Information: 

CO50 Carbon Monoxide Meter 


99 Washington Street 
Melrose, MA 02176 
Fax 781-665-0780 
TestEauipmentDepot.com 
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